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The attached memorandum is the second in a series of 
three threat assessments being prepared in advance of 
President Reagan's trip to Western Europe in early June. The 
easy ll 
first assessment was issued 31 March 1982. 
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Director of Global Issues 
Attachment: 
Threat Assessment for the President's 
Trip to Europe, 
dated 5 May 1982 
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External Distribution for Typescripts: 


Department of State 
Office for Combatting Terrorism 
Room 2238, NSB 
Washington, D.C. 20520 
Phone: 632-9892 


Ambassador Robert Sayre 

Chairman, Interdepartmental 
Group on Terrorism 

Department of State 

Room 2513, NSB 

Washington, D.C. 20520 
Phone: 632-1536 


National Security Council 
Old Executive Office Building 
Washington, D.C. 20500 

Phone: 395-5865 


Secret Service ; 
Jerry Parr, Asst. Director 
Protective Research 
Room 825 
1800 G Street, N.W. 
Washington, D.C. 

Phone 535-5725 


Department of Treasury 

Attn: Mr. J. Robert McBrien 

OS/0O; Room 4314, MTB 

15th and Penn. Ave., N.W. 

Washington, D.C. 20220 
Phone: 566-8534 


Federal Bureau of Investigation 
Attn: Stanley Klein 
Section Chief, Terrorism Section 
Criminal Investigative Division 
Washington, D.C. 20535 

Phone: 324-4664 


The Honorable Frank C. Carlucci 
Deputy Secretary of Defense 
Room 38944, The Pentagon Bldg. 
Washington, D.C. 


Direct lati 3 Agency 
Attn: 
G-71, Room 


National Security Agency 
Fort George Meade, Maryland 
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External Distribution for Typescripts: 


General David C. Jones, USAF 
Chairman, Joint Chiefs of Staff 
Room 2E873, The Pentagon 
Washington, D.C. 


Director 

Defense Intelligence Agency 
Room 3E258, The Pentagon 
Washington, D.C. 


Rear Admiral John Poindexter 
Military Assistant to the 
Assistant to the President 
for National Security Affairs 
White House Situation Room 
The White House 
Washington, D.C. 20500 
Phone: 456-2255 


Mr. Noel Koch 
Principal Deputy Assistant 
Secretary of Defense for 
International Security Affairs 
Department of Defense 
Room 4E813, The Pentagon 
Washington, D.C. 
Phone: 697-7728 


Lt. Gen. Philip C. Gast 
OJCS, Director for Operations 
Department of Defense 
Room 2D874, The Pentagon 
Washington, D.C. 20301 

Phone: 697-3702 


Mr. Foster Collins 

Chief, Office of Intelligence 
Support 

Department of Treasury 

15th & Penn. Ave., N.W. 

Washington, D.C. 20220 


Mr. Jon R. Thomas 

Policy Planning Staff, S/P 

Department of State 

Room 7312, New State Bldg. 

Washington, D.C. 20520 
Phone: 362-9571 
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External Distribution for Typescripts: (continued) 


Mr. Edward V. Hickey, Jr. 
Deputy Assistant to the President 
The White House 
Washington, D.C. 20500 
Phone: 456-2150 


Mr. Stef Halper 

Deputy Director, Bureau of 
Politico-Military Affairs 

Department of State 

Room 7329, New State Bldg. 

Washington, D.C. 20520 


Mr. Hugh Montgomery 

Director, Bureau of Intelligence 
and Research 

Department of State 

Room 6531, New State Bldg. 

Washington, D.C. 20520 


Mr. Marvin L. Garrett 
Threat Analysis Group 
Office of Security 

Room 2435, New State Bldg. 
Washington, D.C. 20520 
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Chief CI Division, OS-lL 
Room 2B527, Pentagon 
Washington, D.C. 20301 


Deputy Assistant Secretary for Security 
U.S. Department of State 


Room 2513, New State Bldg. 
Washington, D.C. 20520 
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